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VIA, TELBEC get oder 7, 1971 
N rer Bete 
The Libraries at Six George Williams Gaiversity wilh close at 6 p. u. on Yriday 


October 6. They will remain closed en Saturday, Sunday and Monday, and reopen 


at 8. 30 a. a. on Tuesday, Uetober 12. 


This closure wer the Thanksgiving weekend bas been decided upen to give some 
relief to those mombere of the Library staff who kept all the services in 
operation during the three work stoppages held this voc by members of the 
Nations Union of Sir George Williams University Employees. Ns represcnta 
nen-professi a1 library employees. 


Kalcola Stone 
Information Offieer 


Six George Villiaus Univeraity 
(879-2867) 


e . 
Les bibliothaques de Sir George Williams University fermeront à 18 heures, von- 


dredi 8 octobre. filles resteront fermées samedi, dimanche et lundi et rouvriront 
à 8h30, mardi 12 octobre, 


Cette fermeture pendant le week-end de la fete d'Actions de graces a 4t6 décidée 
pour donner du répit à ces employés de le Bibliothdque qui ont gardé ies services 
en opération pendant les trois journtes 4'arrét de travail cette semaine das 
madre du National Union of Sir George Willieas Usiversity Luployees. HUB 
Teprésante des ep l cya non-professionnels de ls Bibliotheque. 
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Malcolm Stone 
Directeur de 1'Informarion 


Sir George Williams University 
(879-2367) 
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